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M'*m« yrraR TRq?r 

A 

N -H1I ^ u [ I414 [ H 

| Rgm vx, ins/wp 'a, « 3 v [tj^ W, fipw : wrf ^.00 


I^IKU I K >f 

sranrFr 

C^rsrhr) art aim ferr Nftriwr sr trs atfurfrrej mhj smi^m 

('nft tjw f w-n, tht-it arrfcrr aiftHjtMr, nt^tt 3 

Slfc+t *1 -TT, 3T 14 ?T HdT-iJ, 

t 

1 

3wlT ’T '^RH T TTT finTFT 

n KT T ? WCT TTPT 1 jjttflmT 7 T^rtt; ^far, 

H'^i^T, *jci oH». ?V '-hsMKi >&?,% 

ERR 

srm^RT 

4 iRbii 3 arfer^w, 

?. *?farer ^ sr —(u nt ^hi, ^ ^usH (^tnt #3T n#stt) %^n=r, ?o^y 3 # 

(?) f r^.|JJ_ 4 !JjM| 7 ?TT[ - 

(W) f%3T 1%), '^IM N'-JR! f^hk^ri tTRRRqT TNRRTEiT T^TT, s j ii^. i - , ;| [ef.er 

mur' yfsK'-i 1 rtrt ferr ^n^=r fs^rr ^ffsr ^+:&.\-, tt^- rtrtt #w# rr 

Tjvm^ wmr sm w^jfi wi fhr, ferr 

(#r) 3 ^ 1 r 3T&ft*m, ^rr* ? (4#) nrr ^ ^ ^ qy*Km +jHmfi wmm , t^p 

(7TN) ?Hc> ^ *WR nw? ^TT^R. 

?, —(?) r rniiitM, -h^'h-mk 31 ^ n#(r rrt <rr r — 

(TR) “ 3tMw? ” 3T^. 3iTTT§H N&RTR', %*,¥£ (WC RT ^?) NRT 3TT?T . 

(^R ) “ 7RTTRR, stfc T^arr R BlTTTRr : C|RT 37S?. W £, (?) STTxrq ^ 

TfT 3 T kfimr UqjM W # 1 # W ; 3 R 7 NIK. 

■4 

(fft =0 “ ^ 5? ^RT 3 ^. TTffefer femte l xl l wfr ; -NRT 3 TTK 

(tR) ,l M^Tclcf-,! ■' NTxn m, NTRfw fHSTTtSR %3T HMdlUW RP^T N^FT #RRf Rfer ; 3TNT 3TTK. 

(W5T) U RJTT ” ^TIxT! 3#. 3JT fn^ui-! ••f'! drV , l RJR ; NNT NIK. 

<t) 



utt raR-^i-u,^-^ 







































































T ttff fftfi SMIP! TJ3J-R <*., ft ^3'-* 

( F^) “ WF 11 feP FFJ 7TTFF ” PFJT Fi- FFP7 : M FTT 

(TTTtT) “ vjvfiTT Hy i’ -lF ffTf '” FRT 3W, iftHSWIwVi eZJ!d*J!l-y«h RF 7 .3W^TTTRf 1? —“ — ^'HWU, 

Ttfff-P FRIT ; 3TF 7 3Trj?. 

(3T13) " “ ^Tt r^ftF^ ’* FT3F 3$, FT H^h^HN %OT ** ■ - i- HFF r^r , — ^T^- 

fafcft ^rTT i zm\ 3#. 

(F3)} lL ,! W 3T4, ft rndHi^l vHI.^HHI 3Fp£cft ; 3TFT 3# r 

(t^ET) “ T^TF " TFT 3t 4, S^lTFWd FFPT i 3FTT 3#. 

(3TRT) “ y'lchKI-tleH. FTT^T ” W 3T$i TOT^ FRT1R (3RTF Steffi FFFr “ '- .- 

7JfW\ ftSHT ? 1 tfe-f^TCT (t) TO ^TOTTO? ^P TT^t TW*R : 3FIT 5#. 

(PTF) %< F^TT J -lIl HFT BTPTT RT, FFTT, FlFcR, RRT TRF ^-11F r PT ^ 3r^-!>-e|iri .FF^FF - >-■- 

sh i ^; i H^ij ffff* snfar ftt ^uyH-jidl^ ypH T iTr Efi FFi*FHy g sirro g 'hrptf^ r wrfe 

( ?) pt ‘tottto fhfr pft ^w*i f w g ^rwt tf ofjrp frt fff #=t. 

3 , fror | qfe-^xr (5) to ^f^iyMvui tofftr: l^VwhiuI Dimwit r^tmI ?mw- 

RftFf;— 

(30 +wyi-yHH -RWTi tp^rr p#pf tt^t wrm wy , 

(w) ^£TT #T TTTtTF TOF T3J *%P7FHT ( TTOF ^ : 

■xi||q«| p|#j "R^TRTWT "RFR TTjpZT FTRRT TRTFF ^ i 1 ;v J : t! ?ri\'jy j *'r,<-v •l-HH ; 

Ptg, 3TWT RTTTF. l!ffh J )d TTfT, fq^tJT 3TVRT; RT ^J 1 r-J! 1 T^F -I!*-qI ! R RF 

^?FT. 

V. ft&tt #amhfT, FTiTT ftp ftftwfp wit 'ftptpprt F%rR -f Indian s 1 andard 

code of practice on occupational safety and Health Audit) wfW w ^?tr felt ftt 

r^ HcAl FTrRrdl -3m ^nTFR 1 hI^-^FT, Frkp R R = pF F^r 3PFT Fyr^F -, RCRT W. 

(0 FTP FR, F HWSPT TOT R^#FT FPrP, T FTTTFF -TFl '(IPT RWFJT 

RFFTfr WH, FF-TT M^I'l/dTT RTTTFRF FT FT ^','JJH FIFTT pfF 

( V) TTR ¥TTFT, TT HWPHf 7TTFTP RFTPTTF Tf FT FR^FTTTFT RTTF VI-UI^HNJ o". >W-? F>d 3TfF, 

-BTlftr]" |n< 3ni^?iyeh ^TWf ^TTW R'Pt^-P {rTH TTR FT^fit ftdrT FTT^FPr cfiT^^Tfl ^FT *fi -'i^ FTFIrTT 

^rfT FlFT y 

&& TTFIPR TPFFTT WT .F^TTxfT"? TO Ntt^T ^FRT 3J^TT, 3R^Tf 3#P ^7 .>•*=)-.-.r -- “ -:.— RTT^T 

HTF VJ : =+r |h ; ^t-ji hI'ETPTF RlFf r|qp: -3-pnT TTFTdT FFPTTT MflF fTTfF ; 

Iltfj, ^ FT^T lj . W^TT ^ q# 3TW * I HWlFkM 4f^fU|TwP F"“‘ s-« - 3T^W. FW 

TTF^TT, Tl^p FTFF FFT A&- ehK=i: FicTT f^TrRT PF 7 

(^) F ’PWP 7 FfFFTFF, ‘tiR/gF eP-F FF -J 3H? TFFT i^r r-^r T^gr -~ttt ■: ■- ‘ -- -r -^IFt-I!H^.. WW 
F STF FT^TT Rlf^T TT^T ^f^fT FFT Fldli'lp-, ^T^TR 3TRM FT P^STT RTt FR 

FTFT fFFTF F #T .FFFFF ^FF F^NFUST P?FF F^FFW 

(>T) FTP FTFF. FiZTFT^t, FFPH J'TH’tfJ 4-,'jJJMl WFRF FIF' ' ‘ RHP Ml FTFT fW^fr 

T^'-'i F^JT, FF^, 3TF ^ • i i xi 1 i ^ | tj i tr, i *\ m ri r jFRTFH &■ V "f _ 


FT 7 

3R - 
FTFT 


FTTF 

tf r - 

FXT= 


:-' 
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. r v ^ 1 W* toto. ifgT?^ req utros qror 7%sP7%r 5 ^ 73 ^ '-trwp u,^ m^ , 

** fe* tn^HT wnmft Ttnfenn ^Jiw^! Wit, swfteiT =npr ar a* ^ « w W 4j, 

t-i {3?! m 'HUH:Hflrr w^Tffeuaft Su^mi-w. ipsr 3 ^ 313 mrer^, ^ttpt am 
^ swri^T a rxd^i+i aren*^ ^ -R77JH mte=F W si* 7P3F37 

T "' J <*-K U 1 <*«M RWVl r?Tlhl<+I ^TrrtH 

W ^' :ki ^ W *M" ^trera: tor, wptt otetttot, aranara^ totpto ^ ir^ 

TPtrf^ TT^ ^ w ari tt sHW tow tow -aftrowtr iroFirom a 
^sf^rmr gr#i ^vm ^ fearer tottot Fpwrar Sa tot to4 tow ^ 3 ^^ tow 

■('■ Mam TOw am 3WTI* ^rrarr TOimtw toft wror ^r Sftr rum 3 ft mu ^lif ^ tofjt ^ 

ft) ^ilnHHI^- 3f-^^KlP^TCT?FgPT^^T^T^lE^^ . T^gq- frrfWr^. TTjTFpTg:TT^T. ^TT ^T =-j ' d-d un i um-a 

^ ^ *^i<i 1*41 vii+jhM tot%# qrpiT araror *1 TOrfter!#,— 

^ ffisrotw sr Ip«fi ^wfeui,^ (m^) tototo otw. 3W^, w^trAtot totojt 
3wn-rrrT to tj im, Fm toiA-w ^pt, ftronsaw frow fto* tosfAto ^im 3fjto ^kum i ^ i 3 * 
sfwra mm ^ mm mn*m^ wro toto Swft tot TOro w 3 t?tot sftefe igm 3 3mro 

d^iM^snw awwm stwt mw mr wu^n %t. 

i ?r) *par AikkM«, to 3FI«si-3hw # REmAsw spur to*ft s?m fror =ar a^rar rerew 

gijiirtM bHinlwi, Wi4 %^TO, ^N+tliUH i.H'^1 w EnroiT?T eftit^jp^ vl J l ^dKU , itftVt 

a#f,feTTOma ikw fm arowtmwvaft*, 
apjflr ^csrafrsm ^h.>"i H =igT. sr «w<«i~pii ftmuifi. speett htfp. urspnefrW-R ffen w. Kivft 

&*Vr, arsrr ^raiRTfxn rfr HJa'^'n^nr w^mr ^tit 

[?R) xrr^rr r*n$ T^mm* *zm -3n^r m stem 

?m ttm'i 1 °T- ,J inV fg^r TJNrt M ^TT^T nfe^T pq^r ?rpr 'Jil'LHfa Tff^rfr ^T^tT ^ TqjFf 

^rr ^ttM 3#^ ^p^jh-^k a^rfeuft w 

r^nfe 3psr -iih^ ^ju^mi^r ^ttttw ta? ^fm. 

. B) ^-fwr '. i) 3T^T '“ •"-•""i W-^H, Hi-«rfr >WTW^ ^.HlV,|N!^fT ^T -Bf^r. 

(y) Hi-4fi«4i r +J ,;|dqigi ^R, w^tt tan Hk *rf^ 

^ ^t mw ^hhU^iwwI m-T?m (?) mto ^ ivm ^ t^t. 

(u.) 3R^JT > '^Vf ^K 1 ?w-j PTTlFTfw ^TT^frt ^teFI W 3!^ ^T. 

{■ft^r) TT^T ^ii«hh t^TT #33£*r XfT^rrTT ^TPt wfr 3^ ; fel 

(^T!' HfR/Mni'ii^ <th wimwiiw fe^rRwk^rrkkt ^rft j fer 
(^) kwif^r^R..— 


HS ^ m w^trt rnmkfe '4>H?^r kferkr ,^h^ih %k ; few 

f ^ : * 1 ' 1 ' HH:t/JI ^ ^ fwrk!iT ^rr arr^. &fmm mm wfy 

tormj fcj -am ^ %kt 5#mjr a^w m^m . 3 ,!^ 

‘Mut^vjim ^rft krTT %R Wt ^'J-iJId ^ff ; km 

(?fk) OT ykmk W!R^ 3# sirrmr y ^ an^ ^ t .jfl ^ 

RwnkkmR amk ipr^ w^rkr mjRT wft m mm xrRm tf 

mi ^ ■ 
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wt w ^fnysyui ttft ic»? j--h * — 


J9. Flrra^R ?T?m '%Fr3RF £, W! 3 hTF --r^— 5f^vj?r 

'^T^TTflW <■>&)■ li\W ^ tFTTTT^qr tj^tt f^TfTWf. cRT ch^H 


6. ^rr %tto, totstt (teTOfl fjct fsrssqrssr fcrrsroRp t*fj i-"'-.'--^ :~ ———- tjtstt 




5 W W3?T cbh'lkH'T RTF ^FRq F75t FSRF. 3Tfflf RRcTIF 'RrTFFrTT -;■-- - — -" “ -rr- F^DxTT 


%> '^mm, g?sn sterif am# ■; ^ rtf srr^irasr f^i^FRR w?, • - v * 4 strife 

TRSR r 3+i<hq wfwfw - JnqfyTf RrRTHRTRr3£. fit fta ^ 1 TFFRFFrr ^>: ^KH T 55 " '■-- - - --■ Mi^-i. 



tt. { f> (?) ^rr ^fpm\ tt^ , ^rt frr ^ ^rr, -w mFTwr k/YSy, rrth ^ ff r 

TFFi 3TRFT tt^T '-h'-VfMJ-l FRT ttokjt wnFF R-^JcnHH! RT £ WTRRT RR RRT ehl'-H-JI^ HJ^V-'Rl,- ^ R^r 

( 5 ) rr^n frwrft ^-* 1 ^! f^riW^vii. igm trtrrMt tosri . ?T?!ra^r i^rr rtrt awr m 

Wf FFTR cb.t iJ*-i I vA I FTTT-xq 3F"wTcJ RRF, ■FFTT RTTRRRT 3#^/^ R3RF ~*R F FRRFrr 3hFJ7W eMF II RtJI 
TRl^F, 3TRFJ 3TTR FTFTpTTT FT^R FFT 3RTF FRF, 3RT FF FRRRJ RIFT FRl, HW FRF 

'IK-^MT-i (<[) 3RRR =tr"!ri:sl 3RF ®b!(£ lrl U ’Hifl' 

f 3) TF-RTRCi (l) 3#f ( ?) wr W# 3F%T FF FR+ R^t FRF. 37FFTSR, ( 0 3F5R TR#F ^ 3TFFn?t 


R35t TIT r^F FFF, 












































































Kpl ’ !:r ^ ¥,mp1 ’ r ' : ' rflj|V 3r?,,l4,lfU| 1TriT mv/W*pr TT^T Ij 

(fa*m irrr) 

tRfin ttrim iH W y<*midi w* ^ er 37*^ w > 

* * ^" u ™ ^ —^i’—(W w^fw ? ^rfM. fer arfeni# ^hV nqjjjf 

", " rtJK ” w^r, ferr ^“TcRr I^tft ^t?t 

tt^t w^T ■<ji=pra' fegr 

„ ^ rap ta ta?=r srftata g i taM tasrr *nw tar 3 tt%t ta r - i 3^ 

„ '■ 5^7 ta ^tor tar taw trf%7F tar ntater rum tar imsr tar 

(nt=) 4Bffnn* 5/ta raMHtnwi t tata torn star ta w? tat ta tata 5TOjrta= 

dtsiq-r stoi iW^tataqtaaEta rtaw 'wra r^rtar arrug, tar 

tasw ita ta Mh 9~> tala ntata tar ta iir-Btii ifi'^T msrhs tartFrr= nRrFirrrT^ jittar tata 

^tmnqrr^tafttaB.ta 

f"ETT; =^l' j :^J!(?l yil^dr^ T^c^t, 3 T|ftrT ^TTT^Tr f? T{ f j*|Lf |f/ jH 1 ^J ( P [ 1^*1 g- ^ r /v q 

tar ta rata awqg -tar ta stares, srt^R ta 3 tar tar ta tata rrrRw ^ ^ 

w^icith l-^r ^T #1 wifcr Wi mtw . 3 ^ 3 ^ 

__’• j'^w^-^tatatataj^Tifta^aisOTpqtata^rtarwwRtatatatata^ta 

tata tarrr tawr? qsta rtarr rtatata rwrta ta jtr vw-w t n i snr tain wror pjjitf sift. 

3 . 3 i 4 qKi^ m ^ op?Ti^rr m, Tn ■ 

yiH-1-Jl^ V ta^qtata ^ krta OTJfiff ^rWtanTT *™™dWfr mm mumz TTHTT ^trT. 


'-s 

(FT5TR- £ ^ H TTfT ) 

?bn ' *jH l ^fXFTT 




' HT'h" ^ TTrfT 


3. ^MrdK'^ ^ 

1. Hy^/HHUrfril rilJjy 

V HMrxj] chiller ^5^1^ 

V TTIHI^I ^ +11^^ w 

^ , .irl||<-f yf^,irj| ,ih'm'i - 5T 

'H •^r^l T ^t 37KJ ^! r J l J 1 H {' iv-nqf-i q-, \ J ).^ \ rr q | ,^’,-jj ^ 

c ' ^ ? y HHW am ^ ^ 

^ ,trr ^ w 1 ^ ^h^wnrr arrr. 




IcH'i'cf*. : 


TRT ?3T?T7 

^ TTTfrrr nymfifrr Tpj^r 

r -J-. r V' j ii v-r.-^.' . 


^1. (^ftTOKR) H^rM^'uiltaJl ^H'tfi . ^l; ! hh SVmr^ 
WJishKrfi. 


.^T T fer W ^TRT# ^ hi\<i<U\ 

































































































Tnw=r dHVItlKUl ‘4FT T^r-rT, So^y/ T^M *.. 

^TT ■* 

[W ^ (?) W] 

^TSTT mTOfr^r 4-fS-ilH I T^T, HHHWuil-sfr W ' ^-i-*-, 

(>'^m tTTraraT^r) 

(#T 

? t ^ : 

^TTor e 

^ ^ 3PJ 

*, cR^r* m\ : 

H, ^r^T^RRTT^T WT : 

E 

r JJCTT]VJ^n sFTRT^v ; 

: 

i-mx : 

^hsffu'm! 3TKrTT (wfer STrTT «fT50T) : 

3F3^i^ r^t/T^gri wfeiS/^^T/SSfe m jj l ^ l j 

(0 ft) (?) * (v) 


sMe.HM 

jq>z|T^ 

urajfrr? 

^fffif 

WrTl^r- 


>a. 


^TE^en^r hIHjI* aig?rr (^-i%3 w ^rrgrit) : 

3i^ni*t» TW/-^N^'i "?■ r-j^j i h *i /7TTS3T / faerr 1 jra 

ft) ft) (?) 


^Tl'-'JT^ <5^ 

(X) 


6. ftlMMl $Rm (WfeT^W^r) ; 






rj ^ TJ^FTT 

T T^TW 

^IHlTf TcJ^v7 

ft) 

ft) 

(?) 

(*) 

ft) 


* * 










































































v9 


MgU-iW, WTT? wgr^-^x, v, rt ^3k 


^. MpJdptfi HrMWl'JIWIti' tmrrm sFRFT cT ffeTFT 

^o t y'!4uii 

(3-■; TT^r T^T fartft ^RTiR rt T^r ^J^TT ^3R j ^n'| Tpr urt %3F ^ rt' 

(w; irt, rt tjtt *prr ti'--j:i art rt ^r 

t rrt -3# :- 

^rprrrt 

mTFT TPIH 

A " 


'4. t. j . I 0 V--I I T A •■ f^TT 77 

rtrraT fem w rt?r wms 


(|) 


(?) 


Zfa.-—TTF iTi^PT ^Md^l rt ^TTTTPf 'irt rt fen ch.-'M-JM nrt aro^TRT, fer w -SP^uTi? rt. 

(rf) -4rt ■h i mh rt^ir, rffe frtrrtfe+! aafasp fewrrt w '-rs^i art, ^rre, art 

^yi'jjitfpjr ffertF rtfert rt ^m'Mri W's'^in ^ a#. 

fTEr > tt ..trt wfe? aprt fet, %rtr frtfer rtrTf =r TR^fertn- *n*r &#, 

r ^ri m riH r fer jttf fer,— 

(TTijr; 3TW 

{th) Hl-'-Irl!' 'dH'rTZ fefe^TT ife TTHT rt^TT 3 nrt ^FR «*>- : M. 


iatM r 'l J 


.^Sqir Xi\ -Hr-! 


; 
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/ L|?Ulfc£ 7T3W3 ^mWTT’TT 1TFT TJ3F-?f, ’>. tfd F f"| - 3 }f. Voty VfWp (, , ^TTT 

■TFpTT *T 

[Rim *= (o i^r] 

^TSTT ^TTFT u i ^Hfrfid f f^TT ^rfH:4iJy □h^rjirji 3J^TrT 

'H 

^ W fw : 

STTs^t M— : 

(W^T, PTFfFT TI^FTT pRRT 
K+:*cfF ^i--i J M 3TTfFT f^q- -llpk r 
f^rfe =pnr ( ptr pppmw 

(<T) : 

(^) ft/ i^totcert ^n^r : 

(tt) f-iR w : 

fEi) : 

Y. *JT f^TT 3F9 'fcMrtilifr Ji^H : 

'Bv5l I - I i i?S4 ^ K* ! 1 1 ^ <“! tfv^f^T +itJiT 

a# ftem rkt ? a rcrcaarcr , rmviK 

U, rfW : 



5,. ?RJ ehl u lffl^1 *RN7f TTT%rfr ; 

to. r^nH^JL-'k^ sraFnff) ; 

<£. ^T^TTT 

tTF 3TTT W^rf RT,- 


(m ^wi rr^jf sprr ^smfr^ ippr w- ^r Vr — t^W: 

(n) <TT^T %#?; pyup Tfl^W TTFt srtrt #fr, htrt -"-hmm jrr — 


TV^raRSTfr fe? tt 

GhT^-l! R W^W 


fr> ! ^t, 


m& tj^rf 

it 


(tt 


(5) 


ZR.—Rorr *4i«4rir ; 5 ^t rpt tru^i- >r^r #ft %r tt ,j j - jhrt ft w:~h^-s? trryr sw^r 

(TT) piftH ZR f#it, rfft feT HrPHT 3T^R) qpST FR 3#* ^T 'ehN^HJ ^ Rlt, W 3TTR 

^^I'J' 1 .1'fRT Rt? ^^iiqu[»;i PPM™ ■5iy.?uqir r ^TR ERR. 

(’El) # wt ’T^rT ^fTn vljEM oqQiilM TTTT- JT-kT 3Tft, m ^3T ^?T 3T^rT. ^4T 

RXfTTTp ^Tl'tll FR ^'NrT 'JlVs^l SIT?'. 


























































jJsiNiM stttrt ttttw aTwnrpr um ihij[ctf^ ?y t ^oWWrpr ^ ^ 


TTT^ 



£R ) 


Cw) hWw icfrHr^l rvijTWJ! ^TFT ^T -STRUT KT *T^TT feSFfr Kfm T’TR ^faRt ^ i ^ l -M RRT 

K%gr, *TRT 3#Rjf^ ^RH P 

(#t) Mr, 

(cfR) TJT^T ^%TTO^P TTFq^T,M.dHl+^.Uf RFepH W*TOT*r£ m^fer TTR i’ldV'l W7R7 arrfvT ?qf^ tfRT*- 

^TIR. 


T3TM ^^T/4f WT : 

fcrt^ "i^TFT : 


* ’ 


n 


T 


«ft TT ^r-R- l *tf-'? 





























^ i^inrw vrrn anmmTn- xm t u r ttst 

^RT V % %1&^ 

tnfefr 


\. ^rra 

i 1 . ^[smit- 4 TERT/Mfilv) ^ 

I, 

tf . cfci'W-di Mt*! 

4. - j^agny^f T 'ItFT 

^ H | ppTCTBRT 

OTffg s ft ro 

?-t^t 

•■a. ^tht (mp? wt #s%) : 

T^rr/u^c^ q *i ha ; h^/ qm/ feryn^s w 4 w-l: — 

(?) $ (?) (*) 


T'.' r ■_ r-lVj r*ii | 

xr? - gpr-? 

sjmii'j-J 


C. 


mmm tqmtfm rnrfb&TTrr fwife ^t ^m) -. 

3F&FWW* ^W[ •■WJeJchi /feiw 

(?) 0) (?) 


tjt- 

£*) 




cmhihi 3vT*TcT (7Wtfe T 'J■“! ^ m ) ■ 

JldhJj^l fttf, Hyl^'jlrj 

^4rf 

(?) (*) (?) 


4^71*7 flhl^lxi *5p(SU 


(V) OO 


Wh^mr 

# 37% Tffe ^TRT ^Rt 3*, W, TJKT ^ HWTR ^JT ^TTW g :^^rfiyy| .' W?1 37%. T^STT 

-^jTTTTt^ ^.'P TTRffi* f H^i^j | ^ . % wt ^4% W '-l 1 ^,-H!H' PT Utfel *1;df| |' 4; 3TT% 37TFH fa% 


RfTT 


"d^.lUI 


: 







































































u tMvz tttrt tt^j &rnmrm ^u/wr ■-,. ^ ^ 3u 


r' 


[feR 6 ft)(t) W] 

^T>m H^nj/iftT^r iTF?Hl/ , <jdHWui R i fesJ U ^ I u I M 5i 
1^ h r L' I -_| ^ ifrim i T^r/ 3#r^3TT/TO=jf / 3 a 

*,dUun\r\ M w\, 4/sfr, /5=fhi=mV ,,r -.....-■<............. 

^H\ <r^ WfF. . , KHMh .....° 3?^, ^JTOTT 

HivKiifi -wm rH^n(i*rr) I wr, ^gn ^p. ip r^/ 

HHJrN ppt^rfur ip bttk. 


..?r. wtwwih, 


F yiiMTR-J WfaT SPIRIT 3RfP TI^T ferp ip 3# .- 
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In pursuance of clause (3) of Article 348 of the Constitution of India, the following translation 
in English of the Government Notification, Industries, Energy and Labour Department, No, FAC 
2012/C. R 2 7B/Lab-4.. dated 24th February 2014 is hereby published under the authority of the 
Governor of Maharashtra, 

By order and in the name of the Governor of Maharashtra, 

R„ S. KOLSE, 

Joint Secretary to Governmerit 

INDUSTRIES, ENERGY AND LABOUR DEPARTMENT 

Madam Cama Marg, Hutatma Rajguru Chowk, 

M ant relay a r Mumbai 400 032, dated the 24th February 2014. 

NOTIFICATION 

The Factories Act, 1948, 

No. FAC 2 Q12/C. R. 2 78/Lab-4.—In exercise of the powers conferred by section 112 and 115 
read with section 41 of the Factories Act, 1948 (63 of 1948.), in its application to the State of 
Maharashtra and clause c 3? of section 23 of the General Glauses Act, 189 r vX of 189 j ■' and of all 
other powers enabling it in that behalf, and in supersession of the Government Notification, 
Industries, Energy and Labour Department, No, FAC, 2009/C.,R.309/Lab-4, dated the 3rd January 
2012: and to supplement the provisions of Chapter IV of the said Act as a measure for securing 
Die safety of persons employed in certain class of factories, the Government of Maharashtra 
hereby proposes to make the following rules, the same having been previously published as 
required by sub-section U) of section 115 of the said Act, as follows, namely 

1, (7) These rules may be called the Maharashtra Factories (Safety Audit) Rules, 2014. 

(2) They shall apply to the factories,— 

(i } in which manufacturing processes, which involves use, storage, handling or processing 
of toxic or highly inflammable or explosive or hazardous chemicals or wherein such toxic or 
highly inflammable or explosive substances are likely to be generated or given out, are carried 
out; or 

(it) in which the hazardous processes as listed in first Schedule appended to clause (b) 
of section 2 of the Factories Act, 1948 (LXIII of 1948: is carried out; or 

(Mi) Employing more than 250 workers. 

2, (1) In these rules unless the context otherwise requires,— 

(O “Act” means the Factories Act, 1946 (LXIH of 1948) as applicable to the State of 
Maharashtra ; 

(ii) “Chief Inspector” means any ptrs n who is appointed by the State Government as a 
Chief Inspector, under sub-section : section 8 of the Act ; 

[Hi) * Degree” means the degree of a statutory university; 

uu) “Diploma” means a diploma awarded by a statutory university or a recognized 
institution ; 

(id “Form” means a form appended to these rules ; 

(n j “the Government” or “the State Government” means the Government of Maharashtra: 
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(Bili “safety audit" mean, a systematic, objective and document evaluation of the 
occupational safety and health systems and procedures in a factory , 

cov’:^ 

the safetv auditors mentioned m sub-rule id) of ru.e , 

(ix , -Schedule” means the Schedule appended to these rules: 

[*) “Section" means section of the Act. , „ . , f 

jasK-Eas zstezsxti :: 

. j j t u„ r1 -. fi-.fi Act or rules made thereunder. 

as assigned to thfem in tne Act . k , 9i n f R u l e 1 shall arrange to 

3. The occupier of the class a factories men one in su ^ ^ fia ^j ^ ct as a measure 

-O .h. safety *K*w *—‘*ICTtaSS 

for securing the safety of persons employed therein, the 

< a) internally, once in a year by a team of Plant personnel; 

(b) externally, once in two years by the Safety Auditor, , u t be 

Provided that, in the year, when an external audit » earned out, it shall not 
nMdum-v to carrv out an internal audit: 

' Provided further that, in case of any changes, total or partial, in the ™-uM 
prole, the occupier shall within one month prior to such change, carry out t.ie ./ 

audit externally by the Safety Auditor. a TS 14489 - 1998 in 

the Indian Standard ( ode o < ' r 1 t * t u e Safety Auditor or in case of 

"ytCiwTo"™* «w m p*™" * he 1“*,“”“'“,”' 

experience L oft-*«*—< “ “* - ” - •*— ' “ ' *** ***“ 

r-r^ssr: zz&zx, 

P Hed that where the institute to which such recognition has been granted ceases c 
emplov°atleast three persons possessing the qualifications, 
set out in the Schedule I, the recognition granted to sue ms i .u . 

Advise Services and Labour Into** iDGFASLMtmd National 

Mahar ' 9sil11 ' 8 *3 

g£?2rank of Deputy Director shall be deemed to be Safety Auditor for earned 
out Safety Audit under these rules. 
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(4 ■ The State Government- may from time to time fix the total number of such Safety Auditors 
to be appointed depending on the total quantum of work available in the State and also the 
manner in which applications are to be invited. 

6. 1 J) An application for grant or renewal of certificate of recognition as a Safety Auditor 

for carrying out safety audit shall be made to the Chief Inspector by an individual in form A and 
by an institution in Form R, 

(Zi lot) On receipt of an application duly made in accordance with these rules, the Chief 
Inspector shall register such application and recommend it to the Government for its approval, 
after having satisfied itself as regards the competence and facilities available at the disposal of 
the applicant or recommend to the Government for rejecting the application, after specifying the 
reasons therefor within 30 days. 

For giving an approval to the applicant as a Safety Auditor, the State Government may 
constitute a committee, if required, consisting of such members as it may deem fit, to advise it. 
The application shall be scrutinized by such committee and recommend it to the Government for 
its approval, after having satisfied itself as regards the competence and facilities available at the 
disposal of the applicant or recommend to the Government for rejecting the application, after 
specifying the reasons therefor within 30 days. 

U\) On receipt of the recommendation of the Chief Inspector or such committee, if constituted 
under paragraph (b), the State Government may grant recognition to the applicant as Safety 
Auditor or reject the application, after specifying the reasons therefor within 45 days. 

id) After the State Government grants approval to the applicant as the Safety Auditor, the 
Chief Inspector shall issue a certificate of recognition in Form C. within 15 days subject to the 
following conditions and any other condition as may be specified by the State Government, namely 



7. 
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(m Safety Auditor shall maintain a log book of all safety audits undertaken by him 
indicating the name and address of the audited factory, name of the person who has carried 
out safety audit, contact persons, date of the audit and date of submission of the audit report 
to the Occupier, It shall be produced as and when required by officers of the Directorate of 
Industrial Safety and Health. 

(if) Safety Auditor and the person authorized to carry out shall not conduct a Safety 
Audit of any factory where such auditor or person is employed, or an occupier, partner, 
director, or manager of that factory, or of any factory owned, operated, managed, or conducted 
by immediate family members, relatives or extended family members or wherein that auditor 
or such person has any direct or indirect interest whatsoever. An auditor or such person 
shall not carry out the safety audit of those factories to which that auditor or such person 
supplies any plant, machinery, raw material, safety equipments or other materials or 
equipment, 

(m> Safety Auditor and the person authorized to carry out safety audit shah not- disclose, 
even after he ceasing to be a recognized auditor or employee of the institution, any 
manufacturing or commercial sectors or working processes or other confidential information 
which may come to his knowledge in the course of their duties as an auditor. Any failure in 
this regard may make such auditor or person liable for criminal or qivil proceedings, in 
accordance with the law for the lime being in force. 

(3> Tlie recognition granted under sub-rule (2) shall be valid for three years from the date of 
issue of Certificate of Recognition. 

\4) The application for renewal of recognition as a safety auditor shall be made at! east three 
months before the expiry of the period of recognition and the procedure stated in sub-rule (2i 
shall apply mutatis mutandis for its renewal. 
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5 ' The applicant shall not be eligible for renewal of recognition as a Safety Auditor if 
\i) the State Government has revoked such recognition in the past on two occasional or 
iti) he has not carried out atkast three safety audits of factories in past two years; or 

! 6} Tlie Siate Government may, after giving an opportunity to the Safety Auditor of being 
neard, revoke the certificate of recognition, if it has a reasons to believe that.— 

U.' the Safety Auditor has violated any of the conditions stipulated in the certificate of 
recognition or renewal of recognition: or 

Hi) the Safety Auditor has carried out the safety audit in violation of the provisions of 
the Act or these rules or has acted in a manner inconsistent with the intent or the purpose of 
the Act or rules made thereunder or has omitted or failed to act as required under the Act 
and rules made thereunder; or 

1 iU) for any other like reason. 

7. The Occupier of the factory as well as the Safety Auditor shall inform in writing to the 
concerned office of the Directorate of Industrial Safety and Health, fifteen days in advance before 
commence merit of the safety audit in a factory. 

8. Tire Safety Auditor shall within one month from the date of completion of safety audit 
,orva: d to the Occupier oi the factory a Safety Audit Report, in Proforma prescribed under Schedule 
II on the letter head and his recommendations regarding improvement of the occupational safetv 
and health in a factory : 

t luvsdcd that if during safety audit, auditor finds any hazard posing danger of causing an 
accident, he shat] immediately communicate in writing to the occupier as well as to the inspector 
concerned. In such case the occupier in such case shall take immediate corrective action. ' 

9. The Occupier shall, within thirty days of the receipt of the Safety Audit Report in 
proforma prescribed under Schedule 11, forward the same to the concerned office of the Directorate 
of Industrial Safety and Health alnngwifch the action taken report in pursuant to the 
recommendations made in the Safety Audit Report. 

10. On scrutiny of the Safety Audit Report, if it is found that the safety audit is not carried 
out in accordance with rule 4, the Chief Inspector may communicate the discrepancies to the 
occupier and Safety Auditor and shall direct the occupier to carry out re-audit only with respect 
to the discrepancies pointed out hy him. Re-audit shall be completed within thirty days from the 
date of such direction. The provisions of rules 4, 8 and 9 shall apply to such mutate mutandis 
apply to such re-audit. 


11. U) Subject to the provisions of sub-rule (2), the State Government may, by order in 
writing, exempt any factory or category of factories from all or any of the provisions of these 
rules, subject to such conditions as it may specify in such order, 

{2 ‘ No order under sub-rule (1) shall be issued unless, in the opinion of the State Govern¬ 
ment, the requirements of these rules having regard to the frequency or the nature of 
manufacturing process carried out in that factory, which involves use, storage, handling or 
processing of hazardous chemicals or which involves generation of such substances, are 
impracticable or otherwise not necessary for the safety, health and protection of workers. 


lS) . Notwithstanding anything contained in sub-rule (1) and (2), the State Government may, 
in its discretion, by order, revoke the exemption granted under sub-rule (I), at any time. 















Schedule 1 
{Set* rule 5} 

The applicant for being recognised as Safety Auditor, shall possess the following qualifications 
and experience, etc.:— 

L Academic Qualification and Experience .— The applicant shall hold.— 

i e } degree in. branch of Chemical, Mechanical, Electrical or Production Engineering and 
having five years’ experience in manufacturing, maintenance, design, project or safety 
department in the supervisory or above capacity in factories; or 

\ii) diploma in branch of Chemical, Mechanical, Electrical or Production branch 
Engineering and having seven years’ experience in manufacturing, maintenance, design, 
project or safety department in the supervisory or above capacity in factories; or 

(Hi) degree of Bachelor of Science with Physics and/or Chemistry and having ten years’ 
experience in, manufacturing or safety Department of any factory in the supervisory or above 
capacity in lactones, 

and 

one year full time Diploma in Industrial Safety recognized by the Board of Technical 
Education or All India Council of Technical Education or recognized University; or 

: iv degree or diploma in any branch of Engineering and having fifteen years of experience 
in Factory Inspectorate or Directorate of industrial Safety and Health or five years of 
experience in the Director General Factory Advisory Services and Labour Institute or 
Regional Labour Institute or National, Safety Council in the capacity of Assistant Director or 
above. 

2, The applicant shall not be directly or indirectly interested in the factory or in any process 
or business carried on therein or in any patent or machine connected therewith, in respect of 
which the safety audit is to be conducted. 

3. If the age of applicant is more than 62 years, he shall submit a certificate of physical 
fitness for carrying out safety audit of factories issued by civil surgeon or certifying surgeon 
alongwtth the application for recognition or renewal of recognition. 
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Sc/ieftfwZe 77 
{See rule 8 and 9} 

Proforma for Safety Audit Report 

(1) Name and address of the factory, 

(2) Name of the Occupier, 

(3) Date of Audit, 

(4) List of raw material with maximum, storage quantity, 

(5) list of finished products with maximum storage quantity, 

(6) Manufacturing process flow chart, 

(7) P I Diagram of all plants (Chemical Factories), 

(g) Name of the Safety Auditor and Certificate No, and name of the person who has carried 
out safety audit, 

1.9) Whether enclosed Safety Audit Report as per IS ] 4489, or any such standards prevailing at 
the relevant time, whichever is latest; 

Date 1 Signature of Safety Auditor/ 

Person or employee of an Institution 
authorized to carry out safety audit. 

I (Occupier} undertake to submit the action taken report on recommendations of Safety 
Audit on or before ..... 


Date \ 


Signature of the Occupier. 






















u 
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FORM A 
L-SVe- rule 6(1)} 

Application Form For recognition or renewal of recognition of Safety Auditor 

(to be filled in by individuals) 

(In Duplicate) 


(1) Name 

(2) Father/Hus hand Name 

(3) Date of Birth and Age 

(4) Permanent Address 

(5) Address for 
Cor res pe n de n ce 
Telephone No. 

Mobile No. 

Fax 

E-mail 

(6) Educational Qualification 


(Attach Certified copies) 


Sr, No, 


( 1 ) 


Degrse/Diploma 

( 2 ) 


C o ] lege/I n st itution/ 
University 
(3) 


Applicant's 

Latest 

Photograph 

signed 

across. 


Year of 
completion 
(4) 


(7) Technical Qualification in Safety 'Attach certified copies) 


Sr,No. 

( 1 ) 


Degree/Diploma 

( 2 ) 


C ol lege/In sti tution/ 
University 
(3) 


Year of 
completion 
(4) 


(8) Work Experience (Attach certified copies) 


Sr. No. 


Employment 


From 


To 


Name and address 
of Employer 
(3) 


Designation 


Nature of 
work 

( 5 ) 


( 1 ) 


121 


(4) 
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(9) For renewal of recognition.— 

Certificate No. and date : 


DECLARATION 


V 1 ? 


I hereby declare that, 


[a) my recognition as a Safety Auditor was not. revoked nr cancelled bv the State 

Government in the past; " 

(b) my recognition as a Safety Auditor was revoked or cancelled in the oast and its 
details are as follows :— 


Date of revocation or cancellation and 
its order number, if any 


Period 



From 

To 

(1) 


(2) 







,. -u'^r" h tflS re,:ogn,tl0n was cancelled or revoked twice in the past the Safety Auditor is nor 
eligible for recognition. 

(e> I have carried out three or more than three, Safety Audits in the past two years the list 
showing the name, address of the factory and date of audits are attached herewith. 

frf I T 

i " hereby declare that, the information furnished 

above are correct to the best of my knowledge. 1 undertake to: 

u, 1 maintain the facilities in good working order, and 

Uf) fulfill and abide by the conditions, if any, stipulated in the certificate of recognition. 


Signature of the Applicant.: 
Full Name : 

Date ; 


Place : 
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FORM E 
[See rule 6(1)] 

Form of Application for recognition or renewal of recognition to an institution as 

Safety Auditor 

1 1) Name and full address of the Institution : 

(2) Institution status {specify whether 
Government, autonomous, 
co-operative, corporate or private) 
with registration number ; 

(3) (a) Name of head of Institution 

( b) Phone/Mobile No. 

(c) E-Mail address 

id) Fas 

(4) Whether the Institution has been 
declared as a Safety Auditor by this 
State or any other State? If so, give 
details. 

(5.i Attach bio-data of at least three 

employed persons, in the Annexure 
attached to this application ■ 

(6) .Any other relevant information 

(7) Certificate No. (in case of renewal) 

DECLARATION 

1 hereby declare that*— 

(, a) Recognition of the institution as Safety Auditor was not revoked or cancelled by the 
State Government in the past ; 

(b) the recognition of the institution as Safety Auditor was revoked or cancelled in the 
past, details are as follows :— 

Date of revocation or cancellation and 
its order number, if any 
(1) 


Period 

From To 

(2) 


.Vote.- If the recognition was cancelled or revoked twice in the past the institution is not 
eligible for recognition. 

: e) The institution has carried out three or more than three, Safety Audits in the past 
two years, the list showing the name, address of the factory and date of audits are attached 
herewith. 

'.d\ I, hereby declare that the persons whose bio-data it attached to the application are 
employees of the institution whose copies of appointment letters are attached herewith, 

{e -, i ... hereby declare that the information furnished above 

f or .. (name of the institution) is correct to the best of my knowledge. I undertake to,- 
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; notify to the Chief Inspector immediately, in case the employed person on the 
basis of which this recognition was procured leaves the employment 1 

:; Maintain the facilities in good working order, 

[Hi) fulfill and abide by all the conditions stipulated in the certificate of 

recognition. 

Signature of the Head of the Institution 
Designation : 


Place : 
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Annexure to Form B 

Personal Information of the persons employed : 


Latest 

Photograph 

signed 

across, 

U) Name : 

(.2) Father/Husband Name ; 

(3) Date of Birth and Age ; 

(4) Permanent Address : 

(5) Address for 

Correspondence 
Telephone No. : 

Mobile No. : 

Fax : 

E-mail ; 

1.6.' Educational Qualification : (Attach Certified copies) 

Sr,No, Degree/Diploma College/Institution/ Year of 

University completion 

_D>_ (2) (.3) (4) 


I 

best ( 
profes 


Date ; 

Piece : 


{7) Technical Qualification in Safety (Attach certified copies) 

Sr,No. Degree/Diploma College/In solution/ 

University 

U) (2) (3) 


Year of 
completion 
(.4) 


(8) Work Experience (Attach certified copies) 


Sr. No. 

( 1 ) 


Employment Date 
From 


(2) 


Kame and address 
* employer 
3 


Designation 

(4) 


Nature of 
Work 
(5) 


# 
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DECLARATION 

t hereby declare that all information provided in this annexure is true and correct to the 
rjf my knowledge. If recognised, I agree to abide by and uphold the nigh standard of 
professional ethics in discharge of iny duties as a Safety Audit. 


Signature of the Applicant: 


Date : 


Full Name : 


Place : 
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FORM C 
[See rule 602) (d)] 

Certificate of recognition / renewal of recognition as a Safety Auditor. 

CERTIFICATE NO. : MS / DISH ISA/ .- *. 120 ."". 

It it to inform that M/S. / SHRT / Gotarotatf. 

h.,„ Raao^iaod / Ron.-od « M» A* 

vide letter No.-*.- dated ,. 1 

under Maharashtra Factories (.Safety Audit, j Holes, 2t)l*_ ---— 


The Certificate is valid from 


.to ..*. 


This certificate is issued subject to the conditions stipulated hereunto ^ 

Safety audit shall be carried out in accordance with the provisions of Maharashtra ha... 

Everv^srfe^au^sh^Miiform to the IS 14489:1998 or latest relevant standard. 

S or the person authorized, in case of the institution, to carry ant safety audit ahdl he 
physically present at the time of conducting the Safety Audit and shall maintain the re ■ 
of the work done in the Log Book, as per Rule 6C2XdXi>. 

Certificate No. and validity period should invariably recorded on Safety Audit R«po ■ 

No safety audit shall be carried this Certificate at 

The State Government reserves the right to levo^e, aimui 

HTorXSsfnauSS, in case of the institution to carry out safety audit, shall not 
. A 4 - Q A, I Hit of anv factory where such auditor is employed, or an occupier, 

partner, director or manager of that factory, or of any factory owned, 

or conducted by immediate family numbers, relatives or fended IfTwe aSnes to 
wherein that auditor or such person shall not carry out a r 

which that auditor supplies any plant, machinery, raw material, safety equipments 

He or SSl'SSSS, in case of the institution, to carry out safety audit shall not 
disclose evpn after ceasing to be a recognized Safety Auditor of the employee of the 
fnetUuion anymanufacturing nr commercial secrets or working processes or other 

confidential information which may come to his knowledge in the £L<i 
an auditor. Any failure in this regard may make such auditor or person liable ctn.i 
or civil proceedings, in accordance with the law for the time being m force. 

The application for renewal of the recognition as a Safety Auditor shah be made atlta*. 
three months before the expiry of the period of recognition. 


( 1 ) 

( 2 ) 

( 3 ) 


(4) 

{$) 

( 6 ) 

(7) 


( 8 ) 


(9) 


No. DISH/EXEM/SA/ /l, 

Directorate of Industrial Safety and Health, 
Kamgar Bhavan t Bandra-Kurla Complex, 
Bandra (E.), Mumbai 400 051, 

Date ; 


C h i ef 1 n s peet o r/D ire ctor, 
Industrial Safety and Health, 
Maharashtra State, Mumbai. 


By order and in the name of the Governor of Maharashtra, 


RAVEEKUMAR FATANKAR, 

Section officer to Government of Maharashtra 


0K (IK GOVERNS PRINT,*. STATlONttW AND PUBLICATION. PHINWO AND PDRI.1KHCD RT SHR1 

W^RMCENWAL PRES, RI.A.HL-rAIlRUlHASHSOAD.d.AJOTHOAD, KUMSAI,»CO, Am ZCSUSHB ATDMCTOMWOP*™^ 
«.*. NKAJT SI.AXAW RDAU, CHASM KUAD. MUMBAI AOOM. OHO. HHR! PAKBHlillAM ifADANNATH «*AV>. 

























